THE MUTINY AND ATTACK ON THE RESIDENCY

In December 1856 Mr. Bushby died at Bolarum after a short illness,
and Colonel Davidson, an officer intimately acquainted with Muhammadan
thought and feeling, and who had at a previous period held the office
temporarily, succeeded him in the following April. Within a month of
his appointment to the Residency, the famous Sepoy Mutiny broke
out.                                                        -

COLONEL DAVIDSON 1857 to 1862

At this critical juncture the Nizam himself died (May 16, 1857).
Great fears were, therefore, entertained by the Company's Government
regarding Hyderabad, with its new Ruler and its young Minister, the
great Salar Jung, who had only been in office for four or five years.
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